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MINISTRY OF LABOUR 
New Delhi , the 7th July, 1989 

CORRIGENDA 
G .S .R . 685 ( E ) . - In the Notification of the Goverment of India , Ministry 
of Labour G . Ş . R . 685 ( E ) dated the 7th June , 1988 published at pages 6 to 9 
of the Gazette of India , Extraordinary , Part- II , Section 3 (i) datel the 7th 
June , 1988 : -- - 

( I) at page 6 , in regulation 2, 

( i ) in line 4 , for " prosecutions ", read " Precautions " 

( ii ) in line 21 , the word " as " be omitted . 
186 . GL / 89 

( 1 ) 
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[PART II -- Sec . 30 ) 

SS 
= 
( II) at page 7, in regulation 2 , 

(i) in linc 15 , for " Chrysotile" , ſcad " Chrysolite " 
( ii ) in line 23 , for “Metalliferrous" read “ Metaliferous" 


( III) at page 8 , in regulation 2 , 

( i) in line 1 , for " provided ” , read " provide " 
(il) in line 17, for " of" , read " or " 
( ili) in line 38 , for " for” read " or" 
( iv) in line 44 , for " cinder cement" read " cinder, ceinent" 
( v ) in line 60 , for " through out" read “ througlout" 
( vi) in line 84 , for “ leakage , chutes" read “ leakage and chutes " 
( vii ) in line 85 - 86 , for " trippelers " read “ tippless " 
( viii) in line 110 , for " designed " read " designed ," 


( 11 ) at page 9, in regulation 2 , 

( i) in line 22, for " vaccuin " read " vacuuni" 
( 1 ) in line 32 , for " because -?? read " (b ) Cause -". 
( iil) in line 37, for " asbetoes” read asbestos” 
( iv ) in line 45, for " vaccuum ” read " vacuum " 
( v ) in line 64 , for " respirstory " reag " respirator" 
( vi) in line 94 , for " and " read " any" 

[F . No. 5-66012|3) 86 -M . I| SH -1)] 
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